Beacon Series 


MUNICIPAL FREE BRIDGE, 7th St., 
and Chouteau Ave., St. Louis, Mo. Cost Six Mil¬ 
lion Dollars. Dedicated January, 1917. Length 
2,022 ft. East railway approach, 13,336 ft. West 
railway approach, 2,900 ft. East highway approach, 
5,308 ft. 
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POST CARD 

THIS SIDE IS FOR THE ADDRESS 


Place&eStamphere 
ONE CENT 
Tor United States 
and Island Possessions 
Cuba.Canada and 
Mexico 
TWO CENTS 
for foreign 
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1004:—Municipal Free Bridge, St. Louis, Mo. 










